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CONEIDENTIAL OECD PARIS 18356 


E. O.: 11652: XGDS-1 

TAGS: ESTC, COCOM, US, HU, UK 

SUBJ: US OSCILLOSCOPE PROBES TO HUNGARY - IL 1584 
EXCON 

REE: (NOTAL): COCOM DOC (73) 956 ( STATE A-4698) 

1 . UK DEL RESERVED AT JULY 3 COCOM MEETING AND INQUIRED: 

A. WITH WHAT OSCILLOSCOPES ARE THE PROBES TO BE USED 
AND WHAT ARE THE RESULTANT SYSTEM BANDWIDTHS? 

B. IS PROBE OF 275 MHZ REQUIRED FOR USE WITH AN NMR 
SPECTROSCOPIC MEASURING COIL? 

2. REQUEST INSTRUCTIONS FOR RESPONSE. 
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